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9EX S£90t02 



NATIONAL TRACKING 


MEN 


B&H 

SEGMENT SEGMENT SHARE AVAILABLE 

- SIZE OF SEGMENT TO PM 


1986 


- 100MM FLT 14.0 

MEN 

- FULL FLAVOR 100MM FLT 4.1 

NON-MENTHOL MEN 

- FULL FLAVOR 100MM FLT 1.6 

MENTHOL MEN 

- FLAVOR LOW 100MM FLT 4.6 

NON-MENTHOL MEN 

- FLAVOR LOW 100MM FLT 1.7 

MENTHOL MEN 

- ULTRA LOW 100MM FLT 1.4 

NON-MENTHOL MEN 

- ULTRA LOW 100MM FLT 0.5 

MENTHOL MEN 

- FULL FLAVOR 100MM FLT 5.7 

MEN 

- FLAVOR LOW 1G0MM FLT 6.3 

MEN 

- ULTRA LOW 100MM FLT 1.9 

MEN 

- 100MM FLT 10.1 

NON-MENTHOL MEN 

- 100MM FLT 3.9 

MENTHOL MEN 


1988 

1986 

1988 

1986 

1988 

14.6 

10.4 

10.3 

9.0 

8.9 

4.1 

9.3 

10.5 

2.2 

2.0 

1 .6 

23.0 

20.7 

1 .2 

1 .2 

4.9 

4.8 

3.8 

2.7 

2.7 

1 .8 

9.5 

10.0 

1.4 

1 .5 

1 .6 

12.8 

13.6 

1.0 

1.1 

0.6 

28.4 

28.0 

0.3 

0.4 


5.6 

13. 1 

13.3 

3.4 

3.3 

6.7 

6.0 

5.5 

4.1 

4.1 

2.1 

17.0 

17.5 

1.4 

1 .5 

10.6 

7.7 

7.8 

6,0 

5.8 

4.0 

17.4 

16.9 

3.0 

3.1 


Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 




SOURCE: PHILIP MORRIS 

NATIONAL TRACKING 


BJcH (NET) 

- 100MM 

FILTER 


MEN 





MEN 





NET 


1986 

1988 

CHANGE 

N ^ 

= 4046 

4172 


TOTAL SEGMENT 

14.0 

14.6 

0.6 

MARLBORO 100’S 

1 .5 

1.5 

0,1 

MARLBORO LTS 100’S 

1 .0 

1 .3 

0,3 

WINSTON 100'S 

1.2 

1 .0 

-0.3 

WINSTON LTS 100’S 

0.8 

0.8 

— 

SALEM LTS 100’S 

0.6 

0.6 

— 

SALEM 100*S 

0.6 

0.5 

-0,1 

B&H 100’S 

0.4 

0.4 

— 

MERIT 100*S 

0.4 

0.4 

- 

BtH 100’S MTHL 

0.4 

0.3 

- 

CARL 100’S 

0.3 

0.3 

— 

CAMEL LTS 100'S 

0.3 

0.3 

— 

KOOL 100’S 

0.3 

0.3 

- 

NEWPORT 100’S 

0.2 

0.3 

0.1 

VANTAGE 100’S 

0.3 

0.3 

- 

B&H UL 100’S 

0.2 

0.2 

— 

KENT 100'S 

0.3 

0.2 

-0.1 

B4:H 100’S LTS 

0.2 

0.2 

- 

6&H 100’S LTS MTHL 

0.2 

0.2 

- 

BtH UL MTHL 100’S 

0.1 

0.2 

— 

DORAL LTS 100’S MTHL 

- 

0.2 

0.1 

MERIT UL 100’S 

0.2 

0.2 

— 

PALL MALL 100’S 

0.2 

0.2 

— 

TAREYTON 100’S 

0.2 

0.2 

- 

VANTAGE UL 100’S 

0.2 

0.2 

— 


Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 
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SOURCE: PHILIP MORRIS NATIONAL TRACKING 

B&H - FULL FLAVOR 100MM FILTER 

NON-MENTHOL MEN 


MEN 


NET 




1986 

1988 

CHANGE 


N = 

1194 

1165 


TOTAL SEGMENT 


4.1 

4.1 

-0.1 

MARLBORO 100’S 


1.5 

1.5 

0.1 

WINSTON 10B'S 


1 .2 

1 .0 

-0.3 

B&H 100’S 


0.4 

0.4 

- 

PALL MALL 100’S 


0.2 

0.2 

- 

TAREYTON 100’S 


0.2 

0.2 

- 


Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 


2040635138 
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SOURCE: PHILIP MORRIS NATIONAL TRACKING 

B&H MENTHOL - FULL FLAVOR 100MM FILTER 

MENTHOL MEN 


MEN 

NET 




1986 

1988 

CHANGE 


N = 

465 

454 


TOTAL SEGMENT 


1 .6 

1 .6 

- 

SALEM 100'S 


0.6 

0,5 

-0, 1 

BicH 100'S MTHL 


0.4 

0.3 

- 

KOOL 100’S 


0.3 

0.3 

— 

NEWPORT 100’S 


0.2 

0.3 

0. 1 


Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 


2040635139 



SOURCE: PHILIP MORRIS NATIONAL TRACKING 

B&H LIGHTS - FLAVOR LOW 100MM FILTER 

NON-MENTHOL MEN 


MEN 


N = 

TOTAL SEGMENT 

MARLBORO LTS 100’S 
WINSTON LTS 100’S 
MERIT 100‘S 
CAMEL LTS 100’S 
VANTAGE 100'S 
KENT 100’S 
BSeH 100’S LTS 
CORAL LTS 100’S 
CEN 25 100S LTS 
KENT GL 100’S 
CAMB LTS 100’S 
PARLIAMENT LTS 100’S 
GEN 100’S LTS 


NET 


1986 

1988 

CHANGE 

1336 

1401 


4.6 

4.9 

0,3 

1 .0 

1 .3 

0.3 

0.8 

0.8 

- 

0.4 

0.4 

- 

0.3 

0.3 

- 

0.3 

0.3 

- 

0.3 

0.2 

-0,1 

0.2 

0.2 

- 

0.2 

0. 1 

— 

0.1 

0.1 

0.1 

0.2 

0.1 

-0.1 

- 

0.1 

0,1 

0.2 

0.1 

-0.1 

0.1 

0.1 

- 


Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 


2040635140 



SOURCE: PHILIP MORRIS NATIONAL TRACKING 

B&H LIGHTS MENTHOL - FLAVOR LOW 100MM FILTER 

MENTHOL MEN 


MEN 



1986 

1988 

NET 

CHANGE 

N = 

484 

521 


TOTAL SEGMENT 

1.7 

1 .8 

0.1 

SALEM LTS 100’S 

0.6 

0.6 

- 

BkH 100’S LTS MTHL 

0.2 

0.2 

- 

DORAL LTS 100’S MTHL 

- 

0.2 

0.1 

BELAIR 100’S 

0.1 

0.1 

- 

KOOL MILD 100'S 

0.1 

0.1 

- 

KOOL LTS 100’S 

0.2 

0.1 

-0.1 


Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 





SOURCE: PHILIP MORRIS NATIONAL TRACKING 

B&H DUL - ULTRA LOW 100MM FILTER 

NON-MENTHOL MEN 


MEN 


NET 

198$ 1988 CHANGE 


N = 

398 

448 


TOTAL SEGMENT 

1 .4 

1.6 

0,2 

CARL 100'S 

0.3 

0.3 

_ 

BScH UL 100’S 

0.2 

0.2 

— 

MERIT UL 100‘S 

0.2 

0.2 

— 

VANTAGE UL 100’S 

0.2 

0.2 

- 

KENT 3 100’S 

0.2 

0.1 

-0.1 

NOW 100’S 

0.1 

0.1 

- 

GEN UL 100’S 

0.1 

0.1 

- 

WINSTON UL 100’S 

0.2 

0.1 

- 


Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 


2040635142 



SOURCE; PHILIP MORRIS NATIONAL TRACKING 

B3cH DUL MENTHOL - ULTRA LOW 100MM FILTER 

MENTHOL MEN 


MEN 


NET 



1986 

1988 

CHANGE 

N = 

148 

168 


TOTAL SEGMENT 

0.5 

0.6 

0.1 

B&H UL MTHL 100’S 

0.1 

0.2 

- 

SALEM UL 100’S 

0.1 

0.1 



Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 


2040635143 




SOURCE: PHILIP MORRIS NATIONAL TRACKING 

BfeH FULL FLAVOR - FULL FLAVOR 100MM FILTER 

(SUMMARY) MEN 


MEN 


NET 




1986 

1988 

CHANGE 


N = 

1659 

1619 


TOTAL SEGMENT 


5.7 

5.6 

-0.1 

MARLBORO 100’S 


1.5 

1 .5 

0.1 

WINSTON 100’S 


1 .2 

1 .0 

-0.3 

SALEM 100’S 


0.6 

0.5 

-0.1 

B&H 100’S 


0.4 

0.4 

— 

BAH 100’S MTHL 


0.4 

0.3 

- 

KOOL 100’S 


0.3 

0.3 

- 

NEWPORT 130’S 


0.2 

0.3 

0.1 

PALL MALL 1G0’S 


0.2 

0.2 

- 

TAREYTON 100’S 


0.2 

0.2 

- 


Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 





SOURCE: PHILIP MORRIS NATIONAL TRACKING 

B&H FLAVOR LOW - FLAVOR LOW 100MM FILTER 

(SUMMARY) MEN 


MEN 


N = 

TOTAL SEGMENT 

MARLBORO LTS 100’S 
WINSTON LTS 100’S 
SALEM LTS 100’S 
MERIT 100’S 
CAMEL LTS 1C0’S 
VANTAGE 100’S 
KENT 100’S 
B&H 100 ’ S LTS 
B&H 100’S LTS MTHL 
DORAL LTS 100’S MTHL 
DORAL LTS 100'S 
CEN 25 100S LTS 
KENT GL 100’S 
BELAIR 100’S 
CAMB LTS 100’S 
KOOL MILD 100’S 
KOOL LTS 100’S 
PARLIAMENT LTS 100’S 
GEN 100’S LTS 


NET 


1986 

1988 

CHANGE 

1820 

1922 


6.3 

6.7 

0.4 

1 .0 

1 .3 

0.3 

0.8 

0,8 

- 

0.6 

0.6 

- 

0.4 

0.4 

- 

0.3 

0.3 

- 

0.3 

0.3 

- 

0.3 

0.2 

-0.1 

0.2 

0.2 

- 

0.2 

0.2 

— 

- 

0.2 

0.1 

0.2 

0.1 

- 

0.1 

0.1 

0.1 

0.2 

0.1 

—0. 1 

0.1 

0.1 

— 

- 

0.1 

0.1 

0.1 

0.1 

- 

0.2 

0.1 

—0.1 

0.2 

0.1 

-0.1 

0.1 

0.1 

- 


Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 


2040635145 



SOURCE: PHILIP MORRIS NATIONAL TRACKING 

B&H ULTRA LOW - ULTRA LOW 1 00MM FILTER 

(SUMMARY) MEN 


MEN 


N - 

TOTAL SEGMENT 

CARL 100’S 
BiiH UL 100’S 
6&H UL MTHL 100’S 
MERIT UL 100’S 
VANTAGE UL 100'S 
KENT 3 100’S 
SALEM UL 100’S 
NOW 100’S 
GEN UL 100’S 
WINSTON UL 100’S 


NET 


1986 

1988 

CHANGE 

546 

616 


1 .9 

2.1 

0.3 

0.3 

0.3 

— 

0.2 

0.2 

- 

0.1 

0.2 

- 

0.2 

0.2 

- 

0.2 

0.2 

- 

0.2 

0.1 

-0.1 

0.1 

0.1 

- 

0.1 

0.1 

- 

0.1 

0.1 

- 

0.2 

0.1 

- 


Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 
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SOURCE: PHILIP MORRIS NATIONAL TRACKING 
BJsH NON-MENTHOL - 100MM FILTER 

(SUMMARY) NON-MENTHOL MEN 


MEN 


N = 

TOTAL SEGMENT 

MARLBORO 100'S 
MARLBORO LTS 100'S 
WINSTON 100'S 
WINSTON LTS 100'S 
B&H 100'S 
MERIT 100'S 
CARL 100’S 
CAMEL LTS 100'S 
VANTAGE 100’S 
B&H UL 100'S 
KENT 100'S 
BScH 100 ’ S LTS 
MERIT UL 100'S 
PALL MALL 100'S 
TAREYTON 100’S 
VANTAGE UL 100’S 


NET 


1986 

1988 

CHANGE 

2928 

3014 


10.1 

10.6 

0.5 

1 .5 

1 .5 

0.1 

1 .0 

1 .3 

0.3 

1 .2 

1 .0 

-0.3 

0.8 

0.8 

- 

0.4 

0.4 

- 

0.4 

0.4 

“ 

0.3 

0.3 

- 

0.3 

0.3 

- 

0.3 

0.3 

— 

0.2 

0.2 

- 

0.3 

0.2 

-0.1 

0.2 

0.2 

— 

0.2 

0.2 

— 

0.2 

0.2 

- 

0.2 

0.2 


0.2 

0.2 

- 



Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 



SOURCE: PHILIP MORRIS 

NATIONAL 

TRACKING 


B&H MENTHOL 

- 100MM FILTER 


(SUMMARY) 

MENTHOL MEN 

MEN 

NET 


1986 

1988 

CHANGE 

N 

- 1118 

1145 


TOTAL SEGMENT 

3.9 

4.0 

0.1 

SALEM LTS 100’S 

0.6 

0.6 

- 

SALEM 100'S 

0.6 

0.5 

-0.1 

B&H 100’S MTHL 

0.4 

0.3 

- 

KOOL 100’S 

0.3 

0.3 

- 

NEWPORT 100'S 

0.2 

0.3 

0.1 

B*H 100’S LTS MTHL 

0.2 

0,2 

“ 

BJcH UL MTHL 100’S 

0.1 

0.2 

- 

DORAL LTS 100’S MTHL 

- 

0.2 

0.1 

BELAIR 100'S 

0.1 

0.1 

- 

KOOL MILD 100’S 

0.1 

0.1 

- 

KOOL LTS 100’S 

0.2 

0.1 

-0.1 

SALEM UL 100’S 

0.1 

0.1 

- 


ro 

o 

f* 

o 

<r 



CP 


Source: https://www.industrydocuments.ucsf.edu/docs/jjvy0004 



